DEPARTMENT OF THE ARMY 
UNITED STATES ARMY INTELLIGENCE AND SECURITY COMMAND 
ARLINGTON HALL STATION 
ARLINGTON, VIRGINIA 22212 


REPLY TO 


ATTENTION OF June 8 9 1984 





Mr. Robert A. Monroe 

The Monroe Institute of Applied Sciences 
Rt 1, Box 175 

Faber, Virginia 22938-9749 


Dear Mr. Monroe: 


Please be assured that I have received all three of your letters 
and fully recognize your concerns. 


I have, in each case, entered your letter into the appropriate 
office for consideration of response. At this time I am unable to 
give you final resolution regarding the matters that you have raised. 


Sincerely, 


LOUIS D. KIRK 
Colonel, GS 
Chief of Staff 


